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Message Text 


UNCLASSIFIED 

PAGE 01 MUSCAT 01493 050808Z 

21 

ACTION COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-07 PASS-00 /018 W 

006418 

R 050725Z DEC 76 
FM AMEMBASSY MUSCAT 
TO SECSTATE WASHDC 2714 

UNCLAS MUSCAT 1493 

E.O. 11652: N/A 
TAGS: BEXP MU 

SUBJECT: PARTNER FOR MAINTENANCE OF OMAN DIESEL POWER STATION 

TO: MR. W.G. STEARNS, PRESIDENT 
MPS INTERNATIONAL INC. 

4908 DARDEN AVE. 

ORLANDO, FLORIDA 32809 
CABLE: INTERCORP ORLANDO 

KHATIB AND ALAMI HAVE NOT FOUND PARTNER FOR OPERATION AND MAINTEN- 
ANCE OF DIESEL POWER STATIONS AND SEEM TO BE NO LONGER IN RUNNING. 
FIFTEEN FIRMS ARE BIDDING ON CONTRACT, BUT NO CONTRACTOR HAS 
BEEN CHOSEN YET AND BIDDING MAY STILL BE OPEN. IT WOULD TAKE 
AT LEAST ONE MONTH TO PREPARE ADEQUEATE BID, HOWEVER AND 
TRIP TO OMAN WOULD BE NECESSARY, SINCE OMANI PARTNER OR AGENT 
IS ALMOST ESSENTIAL FOR CONSIDERATION BY TENDER BOARD. 

AMERICAN EMBASSY 
MUSCAT, SULTANATE OF OMAN 
WOLLE 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 DEC 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MUSCAT01493 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760449-1130 
From: MUSCAT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 271 /aaaacizc.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: wolfsd 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 MAY 2004 by hattaycs>; APPROVED <09 AUG 2004 by wolfsd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PARTNER FOR MAINTENANCE OF OMAN DIESEL POWER STATION TO: MR. W.G. STEARNS, PRESIDENT MPS INTERNATIONAL 
INC. 

TAGS: BEXP, MU 
To: STATE 
Type: TE 
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